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INFO. 


mu) NOT | 


1. Stemens-Schuckert*® and Siomens-Halske* will deliver to the Czech Government 
jn 1952 four electric furnaces for the installation of a now steel plant in 
adar (P50/N43). Two of the furnaces are ef ten ton, and two of six ton capacity. 
They have electrode type heating elements. The total value of the furnaces is 


21,500,000. 


2, Between August-October 1951 an unidentified Belgian firm delivered to the Czech 
Govermnent two induction-type electric furnaces which 2re believed destined 


for the Zdar installation. | és 
Nae ak 


3, The FUKO* (iIuettenkombinat) installation in Velka Ida (R49/523) is being 
rushed to completion, chiefly because additional iron ore (of a low grade ) 


25X1X has been discovered nenrby. 
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